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TM 9-1005-231-10 — Machine Gun, M85

Hand Receipt TM 9-1005-231-10-HR

HEADQUARTERS DEPARTMENT OF THE ARMY WASHINGTON, DC, 27 February 1985


HAND RECEIPT

COVERING CONTENT OF COMPONENTS OF END ITEM (COEI),

BASIC ISSUE ITEMS (BII), AND ADDITIONAL AUTHORIZATION LIST (AAL)

FOR

M85 MACHINE GUN (1005-00-690-2790)



REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS

You can help improve this manual. If you find any mistakes or if you know of a way to improve the procedures, please let us know. Mail your letter, DA Form 2028 (Recommended Changes to Publications and Blank Forms), direct to: Commander, US Army Armament, Munitions and Chemical Command, ATTN : AMSMC-MAS, Rock Island, IL 61299-6000. A reply will be furnished to you.
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